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WHITE OAK STABLES AND KENNELS 


Customer ID: 29409 
Certificate: 52-A-01 38 


829 SHOTGUN HOLLOW RD 
CLEVELAND, VA 24225 


Site: 001 

WHITE OAK STABLES AND 

Inspection 

Type: ATTEMPTED INSPECTION 
Date: APR-18-2005 


2.126 

ACCESS AND INSPECTION OF RECORDS AND PROPERTY. 

A responsible adult shall be made available to accompany APHIS offlcials during the inspection process. 


*No one was available to allow inspection today. When I arrived at the facility the gate was closed. Attempt was made to 

but she was unavailable as well. 
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Prepared By: 

CINDY LISLE, ACK, USDA7APHIS, Animal Care 
Title: ANIMAL CARE INSPECTOR , Inspector ID: 1064 
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